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NOTICE 


The April 1938 issue of this Journau, Vol. 30, No. 4, was incor- 
rectly paged when originally issued at the usual time. In order to 
minimize the difficulty and confusion which would have resulted in 
indexing and reference this issue of the JOURNAL was reprinted with 
the correct page numbers. In this corrected form it was bound with 
the May issue and so sent to all members and subscribers. 

In the complete binding of the 1938 issues, Vol. 30, of the JouRNAL, 
care should be exercised to avoid including the incorrectly paged 
April issue but to include the copy of the April issue with corrected 
page numbers as sent out with the May issue. 

The correct page numbers for the April 1938 issue are 557-720, 


inclusive. 
The page numbers given in all sections of this Volume 30 index 


are the corrected page numbers when referring to pages of the April 


issue. 
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